





FIBRE HANDLE 


Screw Drivers 
PRACTICALLY INDESTRUCTIBLE 


The blade which is forged from tool steel properly 
hardened and tempered extends through the handle. 


The Russell Jennings Mfg. Co., Chester, CoAE 


Russell Jennings FIBRE HANDLE Screw Drivers. 
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No. 180—Standard Screw Driver with FIBRE HANDLE. 
Size—Length of blade, 4: ed 6” 8 10” 12” 18” 2 4” 
1 


Diam. of blade, qos i a 8 3 3 rf 
Width of tip, 95 as 3 5 3 3 15 1 


T 32 
List Price per doz. $6.00 $6.00 $6.00 $8.00 $10.00 $10.00 $15.00 $20.00 


No. 1180—Electrician’s Screw Driver with Insulated FIBRE HANDLE. 
(Same Style as No. 180.) 

Size—Length of blade, 4” 2 6” 8” 10 Z. 18” 24" 

Diam. of blade, 4 dees» ENE = ; ee + 7 

Width of tip, ay a5 ih 3 , a x3 y 

List Price per doz. $7.50 $7.50 $7.50 $9.50 $11.50 $11.50 $1650 $21.50 
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Russell Jennings FIBRE HANDLE Screw Drivers. 
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No. 280—Cabinet Maker’s Screw Driver with FIBRE HANDLE. 


Size—Length of paieie ‘ 2: .: 4° 
Diam. of blade, . ; : 3'5 vs a 
Width of tip, : ; : ; a5 a5 
List Price per doz. ; : $6. 00 $6.0 00 $6.00 
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$6.00 $6. 00 $8.00 


No. 1280—Electrician’s Severs Driver with fnataintnd F IBRE HANDLE. 


(Same Style as No. 280.) 


Size—Length of blade, ; es a 4” 
Diam. of blade, . , iy gly ais 
Width of Tip, . : : : aia 35 az 
List Price per doz. ‘4 $750'*. S750" S75 


Russell piste F IBRE HANDLE ssebidest Drivers. 





No. 380— FIBRE a DLE Machinist’ s Screw Driver. 


Inches Inches 
Length over all 9% py 
Length Blade . : : 4 41% | 
Stock for Blade ; ; ange, Be 3's square ag square 
Width of Tip ‘ Ra oe Le % 34 3 


List Price, per doz. . : : $10.00 - 2.00 


Catalog and complete description with prices furnished on application. 


